Tins report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 42-R-0001 

CUSTOMER NUMBER: -| 573 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Diamond Animal Health, Inc. 

Heska 

2538 Se 43rd Street 

Des Moines, IA 50327 



Telephone: (515) -263-8600 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additiona l sheets If necessaiVT>ru^ 


A. 

Animals Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 
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6. Guinea Pigs 
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7. Hamsters 
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8. Rabbits 


0 

.265' 



9. Non-human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 

























1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res« 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report, in addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


(b)(6), (b)(7)c 


aphis form 7023 (Replaces vs form ib-23 (uu i »8), wmcn is obsolete.) 
{ AUG 91 ) 


DATE SIGNED 


12 / 16 / 


D8 


DEC 1 8 2008 




Column E Explanation 


This form ,s in. ended as an aid to oomple.ing the Column E explanation is no. an i f'f^Salpartof an 
explar^tion .^Coluimn^explan'^on'rnusrb^'writte^so as i be understood by lay persons as well as scientists. 


1 Registration Number: 4?_p_n n m / 15 T 3- 


2 Number 3892 


of animals used in this study. 


3. Species (common name) Ha mster of animals used in the Study ' 

4 Explain the procedure producing pain and/or distress. 

Leptospira bacterins for cattle are tested in hamsters as 
decribed in the 9 CFR. Leptospira organisms are injected 
into hamsters to determine the potency of the bacterin and 
the LD 50 of the Leptospira suspension. Leptospira causes 
death in susceptible hamsters. By comparing the number 
of vaccine-protected live hamsters to the number of unprotected, 
unvaccinated dead hamsters, the potency and LD 50 are obtained. 


Item 6 below) 

Death as the endpoint for the control hamsters and for tfeh 
hamsters used to determine the LD 50 is required per the 
9 CFR. Interventions, such as analgesics or antibiotics, 
would likely prevent or delay death and thus interfere with 
the test results. According to 9 CFR 114.4(e), test animals 
showing signs of clinical illness due to the test may be 
treated or humanely destroyed if illness has progressed 
to a point where death is certain. to occur. The Center 
for Veterinary Biologies (CVB) Notice No. 04-09 allows for 
moribund animals exhibiting clinical signs of the expected 
disease pathogenesis that are unable to rise or move under 
Wha., if any. federal regulations require this procedure? Che the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 urK n 


Agency A PUTS 


rpp o opt? in.im . LL3-. 102, 
and 113.104 


113.103, 
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FY2008 APHIS Form 7023 Column E Explanation 


5. (continued) their own power to be humanely euthanized 
and considered as deaths as referred to in 9 CFR 117.4 (e). 
Diamond Animal Health received permission from CVB to euthaniz® 
moribund hamsters exhibiting clinical signs of Leptospirosis 
and this policy is in effect. During this reporting period 
264 moribund hamsters were euthanized, compared to 68 for the 
previous reporting period. 


DEC 1 8 2008 



